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Washington, LB^. >20505 

~ ...» DDjft Registry 


3 SEP 1974 


:5x. William L. Brown, Executive Director 
Interagency CJaasification Review Committee 
Room 604, National Archives Building 
Seventh Street and Perns yl vania Avenue, N. W. 

Washington, 17. C* 2Q4CKJ 

Lear Mr. Brown: 

The Central Intelligence Agency herewith submits a negative Annual 
Declassification List report. Of the classified documents entered into the 
.Data Index prior to 34 December 1973, none hnd become automatically de- 
classified by that date. 

Sincerely, 

/s / John F. Bloke 

John F. Blake 
Chairman 

CIA Information Review Committee 

cc: Archivist of the United States 
ISAS/CPB:CES:ydc (27 August 1974) 

Distribution: 

Original & 1 - Addressee 

1 - Archivist of the U. S, 

1 - OGC 
1 - CRS 
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ROUTING AND RECORD SHEET 


SUBJECT: (Optional) 


2E42, Hqs. 


TO: (Officer designation, room number, and 
building) 


OFFICER S COMMENTS (Number each comment to show from whom 

RECEIVED FORWARDED INIT,ALS to whom. Draw a line across column after each comment.) 


Chairman, IRC 


1. For signature. 


Mr. McMahon 
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Mr. Blake 
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